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Sec. 2. Privy vault not to be connected with sewer. — Xo privy vault shall 
be connected with the common sewer by a drain constructed to carry off the 
liquid contents thereof. 

Sec. 3. Sluice, vaults without proper flush of water prohibited. — Xo sluice 
vaults, so called, or any form of so-called water-closets, having no flush of 
water applied at the time of using, shall be constructed on any premises in 
this town. 

Sec. 4. I'riru vaults and cesspools not to be constructed without permit.— 
Xo privy vault or cesspool or overflow from either shall hereafter be constructed 
in the town of Arlington without a permit therefor from the board of health. 
Said permit shall be issued only upon filing of an application on which shall 
be sketched the location of the buildings and any wells, springs, etc., located 
on the premises. They shall be constructed of iieldstone, brick, or other ma- 
terial satisfactory to the board, and shall not be less than G feet in diameter 
and C feet in depth and shall have iron rim and cover properly set on top of 
same, except in case of overflows, which may be entirely covered in with earth. 

Sec 5. Water-closets, vaults, privies, cesspools, and drains to be cleansed. — 
Whenever a water-closet, vault, privy, cesspool, or drain becomes offensive or 
obstructed the same shall be cleansed and made free, and the owner, agent, 
occupant, or other person having charge of the premises on which any water- 
closet, vault, privy, cesspool, or drain is situated, shall remove, cleanse, alter, 
amend, or repair the same within such time after notice in writing to that 
effect, given by the board of health, as shall be expressed in such notice. 

If the owner or occupant fails to comply with such order the board may 
cause the nuisance, source of tilth, or cause of sickness to be removed, and all 
expenses incurred thereby shall be paid by the person who caused or per- 
mitted same, if he has had actual notice from the board of health of the 
existence thereof. 

Si:c. G. Xot to be emptied except as authorized by the board of health.— 
Xo privy vault or cesspool shall be emptied except by such parties, in such 
manner, and at such time as shall be especially authorized by the board of 
health. 

Sec. 7." Carting of night soil.—'So person, unless specially .authorized by the 
board of health, shall drive any cart, or other vehicle, containing or used for 
conveying, night soil in any street of the town, between the hours of 4 a. m. 
and 10 p. in., during the months of April, May, June, July, August, and Sep- 
tember; nor between the hours of 5 a. m. and p. in. during the months of 
October, Xoveinber, December, January, February, and March: Provided, 
however, That this regulation shall be construed not to conflict with the regula- 
tions of this board concerning " Stables and the removal of manure," nor to 
restrict the removal by what is commonly known as the "odorless" process, 
provided such removal be made or carting done without emitting offensive 
odors in the streets. 

Buildings and Premises — Sanitary Maintenance of. (Reg. Bd. of H., May 6, 

1914.) 

Chap. 5. Section 1. Rubbish, etc., to be removed.— Any person owning or 
occupying or having charge of any building or premises in or upon which is any 
dirt, sawdust, soot, ashes, cinders, shavings, hair, manure, oyster, clam, or 
lobster shells, waste or stagnant water, or any offensive animal or vegetable 
substance, rubbish or filth of any kind, shall, when ordered by the board of 
health, remove the same within such time as may be stated in the order. 



